To:  Allen,  Dana[Allen. Dana@epa.gov];  Anderson,  Carol[Anderson. Carol@epa.gov];  Coursen, 

RobinfCoursen. Robin@epa.gov];  Diaz,  Angelique[Diaz.Angelique@epa.gov];  Fronczak, 
David[Fronczak. David@epa.gov];  Lloyd,  Lisa[Lloyd. Lisa@epa.gov];  Miullo,  NatfMiullo. Nat@epa.gov]; 
Pierce,  Maggie[Pierce. Maggie@epa.gov];  Platt,  AmyfPlatt. Amy@epa.gov];  Roos, 

Judy[Roos. Judy@epa.gov];  Strobel,  Philip[Strobel. Philip@epa.gov];  Vaughan, 

Molly[Vaughan. Molly@epa.gov];  Wasco,  Melanie[wasco. melanie@epa.gov];  Berkley, 

JimfBerkley. Jim@epa.gov];  Bloom,  JudyfBloom. Judy@epa.gov];  DalSoglio, 

Julie[DalSoglio. Julie@epa.gov];  Jackson,  Scott[Jackson. Scott@epa.gov];  Luey, 
James[Luey.Jim@epa.gov];  Matichuk,  Rebecca[Matichuk. Rebecca@epa.gov];  McClain-Vanderpool, 
Lisa[Mcclain-Vanderpool. Lisa@epa.gov];  Perkins,  ErinfPerkins. Erin@epa.gov];  Razzazian, 
Christopher[Razzazian. Christopher@epa.gov];  Rogers,  LizfRogers. Liz@epa.gov];  Russell, 
Carol[Russell. Caroi@epa.gov] 

From:  Roos,  Judy 

Sent:  Mon  8/10/2015  10:17:1 1 PM 

Subject:  MEETING  ROOM  CHANGE  FOR  NEPA  STAFF  MEETING  TOMORROW 


Because  of  Gold  King  Mine  spill,  the  REOC  will  be  using  the  Snake  River  Room  tomorrow.  We 
will  be  meeting  in  the  Prairie  Rose  Room  on  the  7th  floor  instead  at  10  a.m.  tomorrow. 


Judy  Roos,  SEE 
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